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No substitute for mother’s milk is more highly regarded 
than Similac for feeding the new born, twins, prematures, 
or infants that have suffered a digestive upset. Similac 
gives uniformly good results in these special cases simply 
because it resembles breast milk so closely . Normal 
babies thrive on it for the same reason. 

This similarity to breast milk is definitely desirable— 
from birth until weaning. 

MAR DIETETIC LABORATORIES, INC. • COLUMBUS 16, OHIO 
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A powdered, modified milk 
product especially prepared 
for infant feeding, made from 
tuberculin tested cow’s milk 
(casein modified) from which 
part of the butter fat has 
been removed and to which 
has been added lactose, co- 
coanut oil, cocoa butter, com 
oil, and olive oil. Each quart 
of normal dilution Similac 
contains approximately 400 
U.S.P. units of Vitamin D, 
and 2500 U.S.P. units of 
Vitamin A as a result of the 
addition of fish liver oil con¬ 
centrate. 


SIMILAC 
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in deritnf titis venenata 


The itching produced hy contact with oleoresins of wild 
plants such as poison ivy, oak and sumac, as well as the 
pruritus of other dermatoses, will frequently he relieved by... 


PYR1BENZAMINE 


ointment 
or cream 


Pyribenzamine Ointment 2 per cent (petrolatum base) Jars of 
, 50 Gm. and 1 pound. 

Pyribenzamine Cream 2 per cent (water-washable base). Jars of 
50 Gm. and 1 pound. 


• CIBA PHARMACEUTICAL PRODUCTS, INC., SUMMIT, NEW JERSEY 


PYRIBENZAMINE (brand of tripelenn amine)—Trade Mark Reg. U.S. Pat.Off. 


2/1374M 


AUGUST 








289 


THE MAHONING COUNTY MEDICAL SOCIETY 

OFFICERS AND COMMITTEES 

OFFICERS 

JOHN NOLL, Pres. J. N. McCANN, Pres.-Elect V. L. GOODWIN, Sec'y 

101 Lincoln Avenue 2724 Mahoning Avenue 501 Central Tower 

J. K. HERALD, Treas. MRS. MARY B. HERALD, Exec. Sec'y 

403 Central Tower 125 W. Commerce Street 

Censors Delegates Alternate Delegates 

W. H. BUNN ('48) W. M. SKIPP ('48) R. E. ODOM ('48) 

E. J. REILLY ('49) E. J. WENAAS ('49) I. C. SMITH ('48) 

G. M. McKELVEY ('50) G. G. NELSON ('50) W. J. TIMS ('48) 

THE COUNCIL 

W. H. BUNN J. N. McCANN R. E. ODOM W. J. TIMS 

V. L. GOODWIN G. M. McKELVEY E. J. REILLY E. J. WENAAS 

C. A. GUSTAFSON G. G. NELSON I. C. SMITH 

J. K. HERALD J. N. NOLL W. M. SKIPP 

COMMITTEES 

PROGRAM —Coombs, Chairman; Bunn, Collier, Golden, Evans, Myers, Lewis, Reed, 
Rogers, O. A. Turner, Yarmy. Renner. 

POSTGRADUA TE— Ondash, Chairman; DeCicco, Phillips, Wagner, Frances Miller, De- 
Tesco, Reese, Vance, Shensa, Curtis, Deitchman, Hart, W. L. Mermis. 

PUBLIC RELATIONS AND ECONOMICS— Reilly, Chairman; Walker, Hubler, Cukerbaum, 
Bowman, Wasilko, Firestone. 

SUB COMMITTEE ON PUBLIC RELATIONS— Tuns, Chairman; Goldberg, Rothrock, E. H. 
Young, Welter, Kendall, McGregor, McReynolds. 

SUB COMMITTEE ON ECONOMICS— Ivan C. Smith, Chairman; J. C. Hall, W. P. Young, 
Szucs, S. H. Davidow, Raupple. 

SUB COMMITTEE ON INDIGENT RELIEF—Ge tty. Chairman; Burrowes, Sidney L. Davi¬ 
dow, Rummell, Brody, Dulick. 

LEGISLATIVE —Skipp, Chairman; Walker, Reilly, Smeltzer, Colla, Kaufman, Beede, 
Zeve, Belinky. 

PUBLIC HEALTH —Hathhorn, Chairman; Mahar, Wales, Gif fin, McDonough, Kiskaddon, 
Keogh, Tarnapowicz, Brandmiller, Schmid, Hayes, Miglets, Mossman, Welsh, S. G. 
Patton, Franklin, Tims. 

LAY EDUCATION AND SPEAKERS— G. E. DeCicco, Chairman; Fuzy, Delfs, Dreiling, 
Mylott, Brown, Sidney Keyes, Stotler, Schwebel, Cronick.. 

VETERANS —Nelson, Chairman; I. C. Smith, Middleton, Boyle, Randell, Weller, McConnell, 
McElroy, Moyer. 

CANCER —Brandt, Chairman; Heberding, S. J. Tamarkin, E. C. Baker, Lowendorf, Frances 
Miller, E. H. Young, Sears, Lupse, Scarnecchia, Altdoerffer. 

HOSPITAL RELATIONS —Allsop, Chairman; McNamara, Bunn, Birch, Brant, J. R. Bucha¬ 
nan, Ranz, Ipp, A. J. Fisher. 

INDUSTRIAL HEALTH —Neidus, Chairman; J. U. Buchanan, Kennedy, W. B. Turner, 
Nesbit, Harvey, Welter, Allsop, Kravec, J. E. L. Keyes, Kirkwood. 

HOUSING AND LIBRARY —Wenaas, Chairman; Nagel, Patrick, Klatman, Marinelli, 
Banninga, McOwen, McKelvey. 

HARD OF HEARING— Odom, Chairman; R. A. Hall, Walker, Goodwin, Mylott, F. F. 
Piercy, R. L. Piercy, Myers, S. W. Goldcamp. 

PUBLICITY —Morris Rosenblum, Chairman; Sofranec, Kupec, Fusco, Kocialek, Kiskaddon, 
Zlotnick. 

MENTAL HYGIENE —Poling, Chairman; Elder, Olson, Lawton, Reese, Gustafson. 

MEDICAL—LEGAL —Smeltzer, Chairman; J. L. Fisher, Fuzy, Walker, Coe, Clifford, 
McCune, Wilkoff. 

SOCIAL —J. S. Goldcamp, Chairman; Odom, Birch, Hubler, Samuel Tamarkin, R. A. Hall, 
Sisek, Brandt, Hutt. 

AUXILIARY ADVISORY— W. O. Mermis, Chairman; C. D. Hauser, Allsop, Weller, J. D. 
Miller, Rappoport. 

ALLIED PROFESSIONS COMMITTEE —Skipp, Chairman; McKelvey , McCann, Nardacci, 
Reilly, Walker. Dentists — E. C. Brown, Ken, James, Tomb; Mr. R. White, W. Hoobler, 
T. Hewitt, G. F. Hammond, Emma Modeland, Elizabeth Evans. 

ASSOCIATED HOSPITAL —Patrick, Chairman; C. D. Hauser, Allsop. 

STATE COMMITTEES — Medical Care of Veterans —Nelson; Judicial and Professional 
Relations —Wenaas; Medical Service Plans —Skipp; Delegate to A. M. A. —Skipp; 
SuJb-Commiffee on Legislation —Skipp; Rural Health —E. G. Caskey; Mental Hygiene 
—Lawton. 


1948 


290 


BULLETIN 



FROM THIS DAY ON . . . 

The diet of an infant soon after birth 
becomes the prime problem in getting the child 
off to a good start. Variations in the diet must 
often he based on tolerance, with little attention 
to vitamin values. Early avitaminosis may 
develop during periods of dietary adjustment. 

. Five cc. (approximately one average teaspoonful) 
of 'Homicebrin’ (Homogenized Vitamins 
A, Bj, B 2 , C, and D, Lilly) contain up to two 
times the daily allowance of the essential 
vitamins A, B x , B 2 , C, and D. 

This homogenized preparation is pleasantly 
flavored and is completely free from a 
fish-oil taste or odor. 

'Homicebrin’ is available in bottles of 60 cc. 
and 120 cc. at retail drug stores everywhere. 


ELI LILLY AND COMPANY 

INDIANAPOLIS 6, INDIANA, U.S.A. 
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MEDICAL CALENDAR 


1st Tuesday 

Monthly Staff meeting, Youngstown Hospital Auditorium— 
Nurses' Home 

8:30 p. m. 

Monthly Staff meeting, St. Elizabeth's Hospital, St. Eliza¬ 
beth's School of Nursing 

Sunday following 
1st Tuesday 
11:00 a. m. 

Monthly Surgical Conference, St. Elizabeth's Hospital Li¬ 
brary 

2nd Monday 
9:00 p. m. 

Council Meeting—Mahoning County Medical Society— 
Office of the Society—Schween-Wagner Bldg. 

2nd Tuesday 
11:30 a. m. 

Monthly Medical Conference, Youngstown Hospital Audi¬ 
torium—Nurses' Home 

8:30 p. m. 

Monthly Staff Meeting—Youngstown Receiving Hospital 
Auditorium 

3rd Tuesday 
8:30 p. m. 

Monthly Meeting—Mahoning County Medical Society— 

Hotel Pick-Ohio. 

4th Tuesday 
8:30 p. m. 

Monthly Staff Meeting—Tuberculosis Sanitarium, Kirk Road 

Every Tuesday 
8:00 a. m. 

Weekly Medical Conference, St. Elizabeth's Hospital 
Solarium 

Every Tuesday 
11:00 a. m. 

Orthopedic Conference, St. Elizabeth's Hospital Library 

Every Thursday 
12:30 p. m. 

Orthopedic Section, Library—South Side Unit, Youngstown 
Hospital 


Weekly Surgical Conference, Youngstown Hospital— 
Nurses' Home 

Every Friday 
11:00 a. m. 

Urological Section, Library—S. Side Unit, Youngstown 
Hospital 


Clinico-Pathological Conference, St. Elizabeth's Hospital 
Library 

Every Friday 
11:30 a. m. 

Clinic—Pathology Conference, Auditorium Nurses' Home 

South Side Unit Youngstown Hospital 

Alt. Saturdays 
11:00 a. m. 

Obstetrical Section—North Side Unit of Youngstown Hos¬ 
pital 


COMING MEETINGS 

American Congress of Physical Medicine, Washington, D. C„ Sept. 7-11, 

American Public Health Association, Boston, Mass., Nov. 8-12. 

Interstate Postgraduate Medical Association of North America, 1948 Assembly, Cleve¬ 
land, Nov. 8. 

Sixth Councilor District Post Graduate Assembly, Akron, Oct. 13. 

International College of Surgeons, St. Louis, November 15-20. 
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PRESIDENT'S PACE 

★ ★ ★ 

Medical History describes the method of apprenticeship used not 
too long ago in the training of the medical student and young doctor. 
Modern professional training sanctions internships and residencies to 
replace this older preceptorship. The summer months represent an 
introduction to the practice of medicine for many young men and 
women who having received the medical degree now try their pro¬ 
fessional skill in the many approved hospitals throughout the nation. 
In this hospital residence there should be a certain element of the 
older apprenticeship practiced by contact of practicing physicians 
with younger medicos. This part of the training is invaluable and 
most of the new doctors are anxious to gain experience by such con¬ 
tacts. The older party of this combine—namely the practicing' phy¬ 
sician—has a great responsibility to give some of his time, energy 
and experience in fulfilling the expected curriculum, whether he be 
on the courtesy staff, emeritus staff or active attending staff. This is 
an important time to teach the art of practicing medicine. Doctors 
who are not "on service" with the "house cases" should realize this 
opportunity of advancing the knowledge of the profession and make 
an effort to know all of the house staff at the beginning of this fiscal 
year. By such interest we demonstrate that all are concerned in 
adding to their medical development. The opportunity to begin cor¬ 
rectly is again open this summer season and many of our members 
have much to offer if they only will. Know your intern staff and 
demonstrate interesting cases to them as the occasion arises—it is 
an important way to advance the standards and knowledge of the 
entire profession. 

JOHN NdLL, M. D. 
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FORWARD MARCH! 

"The County Medical Society in many areas has become just another 
Society." This statement by Dr. Louis Bauer (A.M.A. Trustee and President of 
the Medical Society of the State of New York) is an alarming truth. Medicine 
has become over-organized. Surgical societies, obstetrical societies, pediatric 
societies, general practice societies, and others have sprung up everywhere. 
In many places this movement has reduced the interest in County Society 
activities, has lowered attendance at society meetings, and has diminished 
the influence of the County Medical Society in the community. 

"Today the influence of the County Medical Society is needed more than 
ever before. The individual physician must be kept united and informed; the 
public must be educated as to the problems of medicine, both scientific and 
economic; and these are functions of the County Medical Society. 

"What are the responsibilities of a County Medical Society? The County 
Medical Society has a responsibility to the public, a responsibility to its mem¬ 
bership, and a responsibility to Medical Organization. There is no order of 
preference; all are equally important.' One cannot survive without the other 
two." (Quoted from "News Letter, Council on Medical Service, A.M.A., April 
8, 1948.) 

We hope that the Mahoning County Medical Society will never become 
"just another society." We have always been one of the most active county 
societies in the state but we cannot rest on our laurels; we must continue 
to carry out our responsibilities. When you read Dr. Skipp's report of the 
meeting of the House of Delegates, you will realize how much remains to be 
done by organized medicine. Dr. Hawley also warns us what will happen 
if we "pursue the same course that we have pursued for the last ten years. 
Our success depends upon the interested loyalty and cooperation of every 
individual physician who makes up our society. 
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mental ease 


The woman in the climacterium may be disturbed by 
disquieting thoughts and foolish fears. Such mental 
anguish is oftentimes allayed when the physical symptoms 
ossociated with declining ovarian function have 
been relieved. 

"Premarin," by bringing about remission of meno* 
pausal symptoms, restores mental ease in a majority 
of instances. Furthermore, there is a "plus" in 
"Premarin".. .the gratifying "sense of well-being" 
usually experienced by the patient following adminis 
tration of this naturally occurring, orally active estrogen . 

Flexible dosage regimens to adapt treatment to the 
particular needs of the patient are made possible with 
"Premarin" Tablets of 2.5, J.25, or 0.625 mg., and 
liquid—0.625 mg. per 4 cc. fone teaspoonful). 

While sodium estrone sulfate is the principal estrogen 
in "Premarin/'other equine estrogens ... esfroc/io/, 
equilin, equilenin, hippulin ... are probably 
also present in varying amounts as 
water soluble conjugates. 



CONJUGATED ESTROGENS (equine) 


Ayewf, McKenna & Harrison Limited 22 East 40th Street, New York 16, New York 

•Estrogenic Substances (water soluble) also inown os Conjugated Estrogens (equine) 4810 
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SOME IMPRESSIONS OF THE 1948 HOUSE OF DELEGATES 
MEETING OF THE AMA AT CHICAGO, IUNE 21-25 

The session was called to order at 10:15—160 answering roll call. 
The Distinguished Service Award was presented to A. Wester Abt. The 
speaker's address was rather short but stated that the AMA with its scientific 
setup gives a pattern for World Medicine. He recommended that the delegates 
take office January 1st, the year following election. That is, if a delegate is 
elected for a two year term (elected in May or June), he will not be seated a$ 
a delegate in the House until January of the following year. Much ado has 
been made recently because of the age of the members of the House. Most 
of the membership are old men and committees are always headed by the 
same group. The reason for this is that a certain group of men can be de¬ 
pended upon to do the work. They may be old but they function well. The 
tenure of office is a State Right and cannot be regulated by the National Body. 

Dr. Bartz gave a short but pointed address, describing the work of the 
Association. He praised the House, the Board of Trustees, and the Office 
Force. He described the aid the AMA has given the World Medical Association 
and stated that the permanent Secretary is paid by voluntary subscription 
of the American people. It is an organization for good health of the World's 
people. 

The AMA through Council on Medical Care, cooperating with other 
groups, is trying to bring better distribution of medical care to all the people 
with prepayment voluntary medical insurance. 

The draft bill was passed but because of medical (AMA) opposition the 
drafting of medical men was left out. Now the services will be depending on 
voluntary enlistment of the personnel needed. Doctors have never failed and 
will give aid to the Surgeon General, and see that all necessary services are 
provided. 

The Board reported the results of the printers' strike and they felt it is 
being won. The Union is blaming the strike on certain office management 
but it is really due to demands for excessive wage increases which the AMA 
will not pay. They agreed to pay $11.50 increase for a 36-1/2 hour week; 
strikers wanted $14.90. Printing has been carried on but under some difficulty. 
Journals and publications have been coming out late. 

Secretary of Interior, Krug, asked that AMA set up visiting groups of 
physicians for the purpose of going to Alaska, Puerto Rico, Virgin Islands, and 
Navajo Indian Reservations and recommending improvements in service and 
types of practice for these areas. 

Rural medical service is receiving a lot of attention. All farm and medical 
groups are cooperating in an attempt to get better distribution and better 
medical care for the farmer. A full time secretary is needed and has been 
arranged for. 

The Surgeon General of the Navy, Swanson, asked the doctors of the 
country to understand that the Navy has a big job in supplying medical care 
to its personnel—Marines, Coast Guard, and Flying Units, and does not want 
or need draft but must depend on voluntary enlistment to meet its needs. 
These needs are great but the medical profession being free, can and will 
support the program as outlined by the Navy. He realized that there is a 
medical-man shortage but stated that the Navy will cut to the bone. 

Dr. Scott Stevens of the British Medical Association praised the American 
Doctor for what he has given to the World Medical Picture. He also thanked 
the American Doctor for his support of their efforts to resist being taken over 
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What is your daily consumption of milk? Is it pas¬ 
teurized ... is it homogenized ... is it fortified with 
Vitamin D? Yes, we are asking YOU these questions 
because in thinking of others, you may be neglecting 
your own needs. The energy YOU consume in the 
course of your day's work needs constant replenish¬ 
ment and Isaly's delicious, safe milk in its metal- 
capped, protected pouring-lip bottle is "prescribed" 
by Isaly's to keep you at the peak. Check! 


Sscjfyb 

DAIRY SPECIALISTS 


“PRESCRIBED" 

for 

the 

DOCTOR 
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by the Labor Socialist Government of England. "We did not win 100% but 
we are not under government control entirely". A message of good wishes 
was sent to the Canadian Medical Association which was in session at the 
same time. 

Dr. Washburn, President of American Dental Association, addressed the 
House stating how well the business of our Association is handled because 
we have only 175 members while the Dental House is made up of over 400. 

Several names of the Italian Medical Profession were introduced to be¬ 
come Honorary Members of the AMA and after much discussion as to method 
(not the eligibility of these men) they were finally passed. 

After considerable discussion on draft examination, it was finally de¬ 
cided to ask for a single examination and that the examiners be paid for their 
work. 

There was considerable discussion and many questions asked why the 
Headquarters should be insured under an old line insurance contract when the 
House had recommended Medical Society sponsored Medical Coverage, in¬ 
cluding both Blue Shield and Blue Cross. It was explained that this was the 
best to be obtained at the time; but the House instructed the Headquarters 
that when this contract is terminated a new contract should be written with 
the company writing insurance under the Chicago Medical Society. Many 
State plans had introduced objections to the insurance written by the AMA 
for its employees. 

Revision of the constitution and by-laws has been under consideration 
and study by a committee of the House and at various sessions during the 
last two years. Many changes have been discussed and referred back to the 
committee for consideration. The section on membership as written by the 
committee, would admit any practicing licensed physician, regardless of color 
or creed, if his qualifications were approved by the County Society. This 
section brought out much heated debate and was finally referred back to the 
committee for clarification. This committee reported that the admission of any 
physician to membership in a County Society which then makes him a member 
of the State and National Societies shall be at the discretion of the County 
Society. The Code of Ethics was also revised. 

The change that brought out the most discussion was the one condemning 
"fee-splitting" and "kick-backs". The "kick-backs" brought out a heated dis¬ 
cussion on what each physician should think of his brother practitioners who 
are or were engaged in this unethical practice. This was also referred to the 
County Uni! for action. A member should be expelled from membership if 
and when such practices were brought to the attention of the Society and 
proved. 

There was much discussion on Medical and Hospital care of Veterans. 
A large percent of the beds are being occupied by non-service connected ill¬ 
ness. This should be corrected. More hospital beds would not be needed if 
only service connected cases are admitted. 

Blood Banking was discussed at length, showing that there is a definite 
relationship between the patient and the physician in obtaining and giving 
of blood. It was felt that operating a blood bank is and should remain a local 
problem and should be under the supervision of the local medical profession, 
sponsored by the County Medical Society. All advertising should have County 
approval and "Free Blood" should not be advertised. 

The Washington Office was praised for the amount of aid that has been 
given to our Legislators, and for the fine work done in keeping the profession 
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THE KNOX VAGABOND! 


A light weight, smart looking Crusher to 
wear casually evenings or to replace your 
worn looking straw, $ 8.50 in six good colors. 


TO8 (g®» 
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THE MERCER SANITARIUM 

MERCER, PA. 

(30 Miles East of Youngstown) 

FOR NERVOUS AND MILD MENTAL CASES 

Restful, Quiet, Attractive Surroundings 
All Private Rooms 

Electro-Shock .. . Hydrotherapy . . . Massage . .. Occupational 
Therapy ... Special Diets 

Licensed by State; Member of Pa. Hosp. Assoc.; Member of 
Amer. Hosp. Assoc.; Member National Association of 
Private Psychiatric Hospitals 

Resident Psychiatrist Medical Director 

JANE E. DUNAWAY, M.D. JOHN A. McKAY, M. D. 
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informed as to what is happening in the Legislative Halls, what bills are being 
presented, how they affect the profession and for taking part, through mem¬ 
bers of the profession being present at hearings. The work should be ex¬ 
panded, more funds made available and also personnel increased. 

There was a heated discussion as to why Headquarters' employees are 
taking sides and giving opinions on passage of laws and matters of policy 
which affect the profession. Employees were instructed to give aid to com¬ 
mittees, councils, and all members of the Association but not to inject then- 
own personal opinions and statements. Utterances of employees should all 
be checked to determine how these public statements coincide with policies 
as formulated by the House of Delegates. 

General Paul R. Hawley, Director of the combined Blue Shield and Blue 
Cross National Organizations, addressed the assembly of State Officers on 
Sunday, June 20, and was invited to address the House of Delegates on Tues¬ 
day, June 22. He stressed the importance of combining forces of all medical 
bodies to fight the forces that are pushing government medicine upon us. Time 
is running out; it may be too late now, but he feels that we still have a little 
time. Every one of us must aid in this fight. Every member of every County 
Society should take it upon himself to fight for a free medicine. If medicine is 
socialized then the whole economy of the U. S. will be taken over. It will not 
be the fault of the State or National Organizations or their leaders. These 
leaders see the light but it is the doctor back home that is sitting idly by while 
the forces of pro-dictators are pushing us over the brink. We have 3 to 5 years 
left and he feels the three year period will be the end for free medicine in this 
Country. Every Doctor in this Country should have heard this address or if he 
did not, he should read every word of it in the Journal. He certainly told us 
in plain language where we are going unless all of us start now to fight the 
forces that are attempting to give us a totalitarian State. 

The newly revised constitution clearly states that each County Medical 
Society shall say who shall be its members and how they shall be elected to 
membership. The County Society shall also discipline its members when 
necessary but any member being disciplined shall be entitled to trial with 
right of appeal to the State and National Society. The Mean's test shall be 
used for all persons receiving federal aid for medical and hospital care but 
if under quarantine, this method shall not be used. The National Government 
is advised, now as in the past, that all services of the professions are available 
to the military Medical colleges with hospitals, are urged to teach students 
to be general practitioners. Colleges are stressing this now with hospitals 
setting up internships in general practice. 

The Pediatricians have asked the Federal Government to finance the 
training of young men for this branch of medicine. This was turned down and 
condemned on the premise that this is leading towards Federal Medicine. 
Also condemned was federal aid for medical students and colleges on the 
same grounds. Artificial insemination is not to be encouraged because the child 
of such procedure will not be a legal heir unless the husband is the donor. The 
House recommends that all coroners be replaced by a qualified medical 
examiner. It was shown that many organizations including medical colleges 
and hospitals are practicing medicine by charging for staff and faculty ser¬ 
vices. The AMA has no police power but may bring these matters to the at¬ 
tention of the offenders and explain that the practice is both unethical and 
in many instances unlawful. The House also recommends that all organiza¬ 
tions interested in cancer control should cooperate. The County Medical 
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Society is the governing body in all procedure where/ in detection and diag¬ 
nosis, clinics are set up. All should cooperate in standardization of type and 
methods of procedure and management. The House directed that one mem¬ 
ber of the Council on Medical Education and Hospitals shall be a general 
practitioner. He shall have no connection with any teaching center. There was 
much discussion on specialty Boards and the consensus of opinion was that 
there should be more restrictions placed over the Boards, because of what 
their members are doing to the practice of medicine. This was referred back 
to the committee for study to be reported back to the House at next session. 
The Women's Auxiliary should be a very active branch of the State and 
County Organizations both for public relations and publicity. It is urged that 
all State Associations pay the AMA dues of the Auxiliary and that more of 
State funds should be used to further the activities of the Auxiliary. 

The final session was spent in the election of officers, of which much 
could be written but it is better that it not be mentioned. There was as always 
a considerable amount of log rolling, passing of favors with domination of 
certain groups and sections. The tendency has been to rejuvinate the Board 
of Trustees by securing younger more active and positive men. We need 
men at the top who can see what is ahead and leaders who will lead. This 
change is gradually taking place. The Management of the AMA is a big 
task and not just an honor as Past President Bartz, found out. To do the job 
you have to be young enough to be actively progressive but mature enough 
to make decisions for the betterment of the profession. The status quo is not 
enough; young men are needed at the helm; the time of honoring an old man is 
past. This was one of the longest sessions of the House in years. More work 
was accomplished but with more dillydallying in getting it done. Much time 
was lost in useless discussion but the House is a democratic body so every 
one is given an opportunity to say what he thinks and take as much time as 
he wishes. The names of the officers of the Association will be found in the 
AMA Journal. 

W. M. SKIPP, M. D. 

Ohio Member House of Delegates of A.M.A. 


UNCLE DUDLEY 

Primitive man had his fears of beasts, of elements that bespoke 
the vengence of rapacious gods. With the advance of ages, these 
have been set aside until now what we have to fear most are the 
institutions which we ourselves have created. 

* * * 

It is difficult for one to laugh at others without giving offense, 
or at one's self without being self-centered. 

* * * 

If we take Mathew Arnold's view that culture consists in know¬ 
ing the best thoughts of men throughout the ages, we must include 
what has been thought concerning natural phenomena. Culture 
then being not limited to letters, we see upon what a large founda¬ 
tion it must be erected. 
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CHRONIC ATELECTASIS AND PNEUMONITIS OF THE 
RIGHT MIDDLE LOBE* 

JOSEPH P. KEOGH, M.D., F.A.C.S., F.A.C.C.P. 

Chronic atelectasis and pneumonitis of the right middle lobe was first 
described by Drs. Thomas H. Burford and Evarts A. Graham in October of 
1947. Previous to that. Dr. Graham, at the Clinical Congress of the American 
College of Surgeons in New York City, had briefly discussed this clinical 
entity and stated that twenty-five such cases had been studied and operated. 
The case presented was operated shortly after Dr. Graham's brief discussion, 
and since then there have been an additional thirty-one cases presented by 
Drs. Donald L. Paulson and Robert R. Shaw of Dallas, Texas, at the recent 
meeting of the American Association for Thoracic Surgery held in Quebec, 
Canada**. The discussion which followed brought out many individual 
cases such as the one that follows. 

Chronic atelectasis and pneumonitis of the right middle lobe is easily 
recognized by its typical course. It is characterized by repeated attacks of 
what appears to be pneumonia but is actually re-infection of a partially or 
completely atelectatic middle lobe. The course is brief or prolonged, depend¬ 
ing upon the response to chemotherapy, supportive therapy, and most partic¬ 
ularly on the establishment of drainage from the lobe. Apparent cure is only 
0 to be followed by recurrence. 

The sequence of events responsible for the development of this clinical 
entity is still under discussion, but the evidence that an enlarged hilar lymph 
node is responsible for the bronchogenic block has been definitely established. 
There is no definite proof as to which of the two following changes antedates 
the other: 

1. Repeated chronic localized infection produces progressive lymph 
node enlargement and subsequent bronchogenic block, or 

2. Enlarged hilar lymph nodes because of their peculiar intimate 
relationship with the middle lobe bronchus produce block and 
then atelectasis, pneumonitis, and bronchiectasis distal to the block. 

The consensus of the opinions as expressed in Quebec seems to lean 
definitely toward the enlarged lymph node first producing the bronchogenic 
block and the atelectasis, pneumonitis, and bronchiectasis being secondary. 
The block may be partial or complete. 

The history always obtained is that of repeated attacks of pneumonia. 
Physical examination varies with the degree of block and the acuteness of 
the re-infective process, but the involved portion is the right middle lobe. 
X-ray examination of the chest reveals a partially or completely atelectatic 
middle lobe. Bronchoscopy may be entirely negative, or, at most, reveal an 
eliptical middle lobe orifice with some purulent secretion oozing from the 
opening. Bronchography is most helpful, and reveals the true partial or com¬ 
plete bronchial block with either total atelectasis or marked compression of 
the middle lobe. Lobectomy is the treatment of choice. 

The case to be discussed is that of a 27-year-old white female who ap¬ 
peared to be chronically ill. When first seen this patient had been hospitalized 
ten times in six years for similar attacks. This was her eleventh hospital 

* Staff Meeting Youngstown Hospital May 4, 1948. 

*‘Added since meeting of American Association of Thoracic Surgery May 31-June 1-2, 
1948, Qubec, Canada. 


1948 


304 


BULLETIN 


Ata SOCIAL SECURITY ^a-4 the Medical Pno^eilia+t 

The Connecticut Mutual Life Insurance Company will help 
you create your OWN pension. Plan guaranteed against 
death or disability. 

LEON C. TAGGART, District Manager 

11 W. Commerce Street Youngstown, Ohio 

Office 78989 Residence 23496 


"Does it matter who fills the prescription?" 

"Ah Doctor, does it matter who writes the prescription?" 


LAERIAPOTHECARY 

Home Savings & Loan Bldg.—2nd Floor Telephone 79636 


PATRONIZE OUR ADVERTISERS AND MENTION THE BULLETIN 


CROSS DRUGS 

YOUNGSTOWN OWNED 
AND OPERATED 


6 E. Federal Street 
In the Stambaugh Bldg. 

1 West Federal Street 
In Central Tower 

Five Pharmacists to Serve You 


We invite You to Visit 
Our Prescription 
Departments 


Nows the Time 


RenneR 

Premium 
Beer and Ale 

Renner s comes first for sum¬ 
mer thirst. Make it your first 
call wherever you go, wher¬ 
ever you are. 


Phone 4-4467 


Renner Brewing Co. 

Youngstown, Ohio 


AUGUST 





































THE MAHONING COUNTY MEDICAL SOCIETY 


305 


admission. This admission had been initiated, as had all the others, by an 
acute onset of fever, cough, and expectoration. These were accompanied 
by profuse night sweats and general malaise. During this, as in previous 
admissions, she had responded to therapy only to suffer a subsequent recur¬ 
rence. The patient stated that even between the acute episodes she was 
never completely free of cough and expectoration. She further remarked that 
during all the acute attacks and even between attacks she was annoyed by 
a persistent wheeze over the right side of her chest. 

Physical examination at that time was essentially negative except for a 
very loud to and fro wheeze over the right anterior thorax which was even 
audible to the patient. The remainder of the lung fields was clear. 

X-ray examination of the chest revealed an area of pneumonitis in the 
lower third of the right lung. Lateral examination showed this to be limited 
to the right middle lobe. 

Bronchoscopic study was entirely negative except for an eliptical middle 
lobe bronchus from which a very small amount of purulent secretion exuded. 
Subsequent bronchograms demonstrated the atelectatic limits. 

A diagnosis of Adenoma of the right middle lobe bronchus was made 
and the patient discharged to return in one month for exploratory thorocotomy. 

During the interval, while attending the College of Surgeons meeting, 
the brief discussion by Dr. Graham mentioned above brought the possibility 
of a different diagnosis into consideration. 

On September 19, 1947, an exploratory thoroctomy was carried out. 
Under intra-tracheal cyclopropane anaesthesia a postero-lateral incision was 
made. A segment of the sixth rib was resected sub-periosteally and the 
thorax opened through its bed. On opening the thorax, the atelectatic middle 
lobe was immediately visualized. The upper and lower lobes appeared to be 
normal. On palpitation the lobe involved had the consistency of liver. At the 
hilus and obstructing the middle lobe bronchus was a lymph node the size of 
a walnut and firm in consistency. It was not calcified. There was no palpable 
aerating parenchyma of the lobe. With individual ligation technique, the 
middle lobe was resected. Under positive pressure anaesthesia, the thorax was 
closed in anatomical layers and drained with two mushroom catheters to 
promote expansion of the upper and lower lobes. 

The pathological report on both gross and microscopic examination 
was consistent with the clinical entity as described. 

The drainage tubes were removed in forty-eight hours as complete re¬ 
expansion of the remaining lobes had taken place. The patient was discharged 
on her twelfth post-operative day. Six weeks later she returned to work and 
has had no recurrence of her symptoms since that time. There has been a 
post-operative weight gain of fifteen pounds. 

A case of chronic atelectasis, pneumonitis, and bronchiectasis of the 
right middle lobe has been discussed. That this condition is more common 
than is ordinarily appreciated can be seen from the rapid accumulation of 
cases since it was first called to attention. Lobectomy is the treatment of choice. 

-o--- 


FOR RENT: Available about January 1st or before, suite of offices on ground 
floor for professional or business use. Consists of waiting room, receptionist's 
office, large consultation room, and 2 additional rooms with private lavatory. 
Suite recently decorated. Two entrances. 226 North Phelps Street. 'Phone 39670 
between 9:00 A. M. and 5:30 P. M. 
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THE PRACTICE OF MEDICINE AND SURGERY 
IN THE MASSACHUSETTS BAY COLONY 

By JANE LOUISE LYMAN, B. A., B. S., M. A. 

When the Pilgrims landed at Plymouth medicine was an art rather than 
a science. More than a century was to elapse before effort was made by 
public authority for the establishment of medical schools. There were few 
doctors. Many of the ministers also practiced medicine, and each one 
practiced on his own flock, and for a fee "received that which is better 
than money, though not equally current at the counter." Cotton Mather speaks 
of the ministry and the practice of medicine as an "Angelic Conjunction." 
The first physician of whom there is an account among the colonists was 
Samuel Fuller who had come over on the first ship and was a deacon in 
John Robinson's church. 

Dr. Giles Furmin, Jr. f came in 1632 from Cambridge where he received 
his medical training, and is the first man known to have taught medicine in 
New England. However, there was no formal education in medicine. The 
first provision for medical education in New England was made by the 
Massachusetts Bay Co. in 1629 when they sent Nicholas Lambert as contract 
surgeon and teacher of surgery. His duties as set out by the contract were 
... to serve the companie and other planters . . . for three 
years . . . And ... he is to educate in his art one or more 
youths . . . that may be helpful to him, and . . . succeed him. 
Instruction was based upon observation under a preceptor. When death 
occurred under suspicious circumstances post mortems could be held, and 
this was the only way a knowledge of anatomy could be gained. The general 
dissection of cadavers for study was not allowed. The need of a study of 
anatomy gained from observation of the human body was recognized in 1647 
by the General Court of the Colony which recommended that 

. . . such as studies physick or chirurgery may have liberty to 
read anatomy, & to anatomize (dissect) once in foure years some 
malefactor ... 

The first medical publication, and used for general instruction and informa¬ 
tion, was Thomas Thacher's "A Brief Guide in the Smallpox and Measles" 
published in 1677. This was really a broadside and was often posted on the 
side of a building or tree. 

The theocratic government of the Colony was also evidenced in the 
field of medicine. In 1646 an epidemic of syphilis (lues venera) broke out. 
It had originated with the wife of a sailor, and in the mistaken belief that 
she had mastitis some 16 people were employed in drawing her breast in 
the hope that it would reduce the inflammation. These people also contracted 
the disease. The woman was tried before the General Court, but there was 
no evidence of infidelity against her. When her husband was tried, he was 
found to be uninfected. For lack of evidence they were both acquitted. A 
mid-wife who delivered a woman of an anencephalic was not so fortunate. 
A committee of clergymen held a postmortem on the body which resulted 
in exile for the unfortunate midwife. 

The problem of fees also seemed to trouble the Colony. While some of 
the clergy felt they had done their Christian duty in healing body as well 
as soul, many physicians claimed part of their reward on earth—in fees. 
Sometimes the fee was felt to be exorbitant and complaints were made. In 
1643 John Winthrop expressed himself on the subject. 
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No man can with a good Conscience take a fee or reward 
before ye partie receive benefit apparent: and then he is not to 
demand anything but what God shall putt into the heart of the 
partie to give him. And he is not to refuse anything, < . * for it 
comes from God. 

A man is not to neglect that partie, to whom he hath once 
administered, but to visit him at least once a day, and to meddle 
with no more than he can well attend ... 

While there was no set schedule of fees, there seems to be evidence for 
assuming that doctors were to accept fees only for the improvement or cure of 
the patient. Arrests were made of doctors who charged for treatments and 
medicines which were not efficacious. A practitioner of the quack variety 
was fined 5 pounds by the Boston Court of Assistants for 

. . . takeing upon him to cure the scurvey by a water of no worth 
nor value, which he solde att a very deare rate, to bee imprisoned 
* till hee pay his ffine or giue securytie for it, or els to be whipped 
6c shalbe lyable to any mans aeon of whome he hath receaved 
money for the .. . water. 

In 1649 a law was passed regulating, to some extent, the practice of 
medicine and surgery, and required the practitioner to act according to the 
approved precepts of the art in each domain. It made no provision for the 
education of doctors and established no test of their qualifications. It was, 
however, the first attempt to restrain quacks. The general tendency of the 
law was to confine the practice of medicine to those who were skilled. They 
were forbidden to exercise "Force, violence or cruelty upon or toward the 
body of any" without consultation with "such as are skillful in the Art" nor 
without the consent of the patient or his family. In 1653 the Court received 
a petition asking for restraint upon those practicing medicine and surgery, 
and advising that they be authorized to practice by a magistrate and for just 
the time that they were resident in a given locality. Further, ". . . if any one 
shall presume on shore to practice without liberty granted, that some fine may 
be imposed upon him for every such default . . However, nothing was 
done in the nature of a real requirement for licensure in medicine. 

It is interesting to note that the colonists felt that something should be 
done to enhance the dignity of the practitioner of medicine and to set him 
apart from the lay person. In order to do this a law was passed in 1647 
". . . regulating the precedence of passengers in ferry boats, preference 
being given to physicians, chirurgeons, and midwives." 

The writer noted with interest that many of the conditions then extant 
such as an extended frontier, primitive living, lack of training facilities, few 
large settlements, etc., produced the problems and conditions involved in 
medical care. This was true in the days of our Old West; it is true in some 
places today. Where there are few doctors, quacks find a fertile ground; 
where the distance to be covered in seeing patients is great, medical care 
can become infrequent, expensive, poor for the patient and unprofitable for the 
doctor; and where these conditions are combined with a lack of facilities for 
the training of physicians and surgeons, as was the case in the Mass. Bay 
Colony, one finds the abuses, the lack of essentials, provincialism, and the 
need for restrictions—and one also finds the inspired examples of unselfish 
giving. 
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THE MEDICAL CRIER 

A Page of Sidelights , News and Views In The Medical Field 

Few medical writers have left as lively an account of the medical prac¬ 
tices of the Renaissance period as has Benvenuto Cellini, who was not a 
physician but a jeweler, silversmith, flute player and artist of sorts. A swash¬ 
buckling swordsman, hero and lady killer, to hear him tell it, he was always 
getting embroiled in some kind of trouble out of which he usually had to fight 
his way. The doctors who were called to patch him up were sometimes 
described in his memoirs as "giggling nincompoops" although for some he 
had great respect. 

One time in the year 1539, he was accused of stealing jewels entrusted 
to him by Pope Clement and was imprisoned in the Castle of Saint Angelo 
in Rome. He made his escape from the castle using a rope of bed sheets to 
lower himself from the wall; but the rope was short and he fell, fracturing 
his leg above the ankle. He made his way by crawling on all fours to the 
home of his friend Cardinal Cornaro who called one of the foremost physicians 
of Rome, Maestro Jacomo of Perugia, to attend him. Cellini describes the 
treatment, 

"He set the bone with dexterity, then bound the limb up and bled me 
with his own hand . . . the blood sprang forth so copiously, and spurted 
with such force in his face that he had to abandon the operation. He regarded 
this as a very bad omen, and could hardly be prevailed upon to undertake 
my cure." 

His recover was long and painful for fractures in those days were very 
serious injuries and often ended in loss of the limb or death. Cellini's younger 
brother died of a compound fracture of the femur caused by gunshot wound 
fired from an arquebus. Cellini wrote, 

"The doctors who were called in consultation treated him with medica¬ 
ments but could not decide to amputate the leg, which might perhaps have 
saved him." They enclosed the leg in a heavy box but nothing could be done 
to stop the hemorrhage and he died the next morning. 

One of Cellini's rivals for a lady's affections owned a beautiful black 
horse on which he would cavort back and forth before the balcony of his 
fair one, to her evident delight. One night he fell off fracturing his femur and 
died a few days later, to his rival's great satisfaction. This poor fellow's leg 
was also enclosed in "a great heavy box." 

In these days of blood banks and penicillin, the younger Cellini's life 
and his limb too, would probably be saved. In the late war, the soldier shot 
down on the field of battle had a better chance of survival than the youth 
cared for in Rome, the seat of Renaissance culture and learning. Such was 
the penalty for being born four centuries too soon. J. L. F. 

-< 3 >- 

SHARE YOUR COPY 

What do you do with your copy of the Bulletin after reading it? Do you 
turn it over to your wife to read of the activities of the society? Your wife and 
especially auxiliary members are always interested in the problems of the 
medical profession. By keeping them informed you are helping to promote 
good public relations. 


1948 





312 


BULLETIN 


“ytyea£t& ‘Defvcwtttt&tt ^cdtetcK 


REPORT FOR JUNE. 1948 

1948 Male Female 1947 Male Female 
Births Recorded . 475 254 221 584 321 263 

Deaths Recorded. 162 82 80 152 91 61 

CONTAGIOUS DISEASES: 

June 1948 June 1947 

Cases Deaths Cases Deaths 

Chicken Pox . 32 0 30 0 

Measles . 66 0 5 0 

Scarlet Fever .. 7 33 0 2 0 

Whooping Cough . 22 0 14 0 

Tuberculosis . 12 1 6 2 

Typhoid Fever . 1 0 0 0 

Gonorrhea 17 0 0 0 

Syphilis . 31 0 31 0 

VENEREAL DISEASES: 

Male Female 

New Cases: 

Syphilis . 4 3 

Gonorrhea . ..13 3 

Total Patients . . 23 


Total visits to clinic (patients) . .487 

W. J. TIMS, M. D. 

Commissioner of Health 


ANNUAL GOLF MEET 

PHYSICIANS DENTISTS 

The Annual Golf Meet will be held in conjunction with the 
Corydon Palmer Dental Society at the 

Youngstown Country Club 
Thursday, August 19, 1948 
Fun Starts at 1:30 P. M. 

GOLF - - DINNER - ■ PRIZES 
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HAWLEY FORSEES "SOCIALIZED MEDICINE" IN 3 YEARS IF . . . 

Boldest and most challenging speech, albeit the least publicized, delivered 
last week in Chicago was the one given by Dr. Paul R. Hawley before the 
4th Annual Conference of Presidents and other officers of State Medical 
Associations. Speaking as chief executive officer of Blue Cross and Blue 
Shield Commissions, Dr. Hawley mustered his strongest language—and this 
old Army trooper owns a crackling vocabulary—to warn that government 
medicine is coming soon if "organized medicine (pursues) the same course 
that it has pursued for the past ten years." 

Since his address. Gov. Earl Warren of California, a proponent of govern¬ 
ment health insurance, has been nominated for Vice President on the GOP 
ticket. And further accentuating Dr. Hawley's appeal is Friday's declaration 
by Presidential Candidate Dewey that the Vice Presidency will be made a 
more important and influential position if the Republicans win in November. 
Of more immediate interest is the effect which the latest Hawley blast may 
have in framing weighty decisions scheduled to be made by the National 
Health Assembly executive committee. Its members include AM A leaders 
Sensenich, Lull and Bortz as well as spokesmen for labor and consumer 
interests and Dr. Hawley himself. 

"Disastrous" national compulsory health insurance can be averted, 
according to the Blue Shield-Blue Cross head, only if voluntary pre-payment 
medical care plans offer more than one type of contract. The aim should be, 
he said, to cover the greatest number of people by offering contracts to 
fit every purse. The higher the income group, the higher the fee schedule 
would be, by Dr. Hawley's recommendation. "What can it matter to the 
participating physician whether the patient pays the bill from his private 
income, or whether the bill is paid by the medical care plans, so long as 
the amount paid corresponds with the fee customarily charged in that 
income level?" he asked. 

A few more quotes from the Hawley speech, which members of the 
Conference voted to transmit to the AM A House of Delegates: "Our national 
leaders seem to be purposefully blind to the social changes that are taking 
place." "Too many physicians regard medical care as their exclusive 
prerogative." "My heart grows heavy as I see the indifference of many 
physicians to the threat to freedom in medicine that is becoming more menac¬ 
ing each day; and as I encounter the petty, selfish greed of a few physicians 
who had rather see the entire structure of American medicine wrecked than 
to concede one small personal advantage in the general interest." "If we 
get socialized medicine in this country it will be organized medicine that has 
brought this curse upon us/' "If the medical profession does not at once 
assume the leadership, if it does not at once cease its double talk and double 
dealing with the voluntary non-profit prepayment plans, we are going to have 
compulsory government health insurance in this country within three years. 

Establishment of a National Service Agency to underwrite-—but not con¬ 
trol—local medical care plans was advocated by Dr. Hawley. It is not im¬ 
probable that if his recommendations are unheeded, and if the obstructions 
against which he bitterly complained are not removed, he will give up the 
position which he assumed upon his resignation last winter as chief medical 
director of Veterans Administration. That this dire warning will have political, 
as well as professional, repercussions is virtually certain.—Washington Re¬ 
port on the Medical Sciences, 6-28-48. 
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PATIENTS . • . 

They will receive prompt 
and sympathetic atten¬ 
tion from our competent 
Camp-trained fitters 
whom you may depend 
upon to follow your in¬ 
structions implicitly. 

Cl ANATOMICAL SUPPORTS also avail¬ 
able for prenatal, pendulous abdomen, viscerop¬ 
tosis, nephroptosis, orthopedic conditions, 
hernia and mammary gland. 

LESTER’S PRESCRIPTION PHARMACY 

246 W. Federal St. Phone 3281 1 

Next to Warner Theatre 



SAVE 15% 

On All 

Cash and Carry Items 
★ 

Blair stores are conveniently located 
at—Glenwood and Princeton, 4224 
Market Street, 8 N. Phelps Street, 
Elm at Tod Lane, and Belmont at 
Foster. 

★ 

BLAIR’S 

Responsible Cleaners and Furriers 
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June 24, 1948 

Dr. John Noll, President 
Mahoning County Medical Society 
Youngstown, Ohio 

Dear Doctor Noll: 

I thank you and the Medical Society for your expressions of congratu¬ 
lations and good will, and for the very beautiful little button you have sent 
me. It is a pleasing tribute to each of us who have accomplished fifty years 
in medicine even though you know I feel we do not deserve any credit—we 
have only been fortunate in living so long and in being able to continue our 
efforts to be useful in our profession. I am sure this expresses the feeling of 
all of this group you have so honored. 

Thanking you again, and with all good wishes for yourself, and for the 
Medical Society which you represent. 

Very faithfully yours, 

COLIN R. CLARK, M. D. 

--i- 

UNTOWARD EFFECTS OF THE NEWER DRUGS 

Local reactions from penicillin are unimportant except following intrathe¬ 
cal injections. Single injections of 30,000 to 100,000 units may cause arach¬ 
noiditis and transverse myelopathy, followed by headache, nausea, vomiting, 
muscle spasms, convulsions, or unconsciousness. Injections of 10,000 units in 
10 cc fluid daily for several days caused no untoward results. Systemic 
reactions of penicillin include the following: erythmea, dermatitis, angio¬ 
neurotic edema, urticaria, pruritis, malaise, chills and fever, nausea and vom¬ 
iting, mental depression or excitation, dizziness, peripheral nerve palsy, 
epistaxis, petechiae, eosinophilia, hematuria, and azotemia. Sensitization of 
the patient occurs more frequently after topical application than after any 
other method of administration. Talbott, J. H.: New York State Journal of 
Medicine 48:280, 1948. J.D.M. 

- : - 

VITAMIN E IN HEART DISEASE 

Alpha tocopherol in very large doses were administered to 13 patients 
who were examined carefully at regular intervals to determine whether any 
subjective or objective changes followed the use of this substance. Aside from 
symptoms of headache, dizziness, and vertigo on the higher doses, there was 
remarkably little change or effect from this drug. In particular, there was no 
evidence of diuresis or amelioration of the symptoms or signs of chronic 
heart failure in the cases studied. Nor was there any evidence of change 
in patients with chronic anginal pain with a stable pattern of chest pain re¬ 
lated to effort. The authors found no evidences to warrant the use of vitamin 
E in the types of heart disease studied. Hyman Levy and Ernst Boas, Annals 
of Internal Medicine, June 1948. 

Editor: This abstract is presented because of the widespread enthusiasm 
of the lay literature and certain drug houses for the use of vitamin E in 
clinical practice. This is the first adequately controlled series of patients 
treated with alpha tocopherol and the authors conclusions are in keeping 
with those found in several large clinics. J.D.M. 
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YOUNGSTOWN INCOME TAX 

The new imposed income tax means the following: 

Follow the same procedure as you do for federal income tax. 

Net income is subject to .003% tax. 

On or before September 15, 1948, you MUST estimate how much you 
have made or will make, from July 1st, 1948, to December 31, 1948. 

Pay one-half of estimated tax on September 15, 1948, other half on 
December 15, 1948. 

The date for final return is March 15, 1949. 

Also on March 15, 1949, you MUST estimate your tax for the following 
year. 

—-o-—— 

GUEST EDITORIAL 

MEDICAL TWINING 

You will probably die suddenly of heart disease. That is a valid statistical 
prediction for any doctor. And you know why—the ceaseless tension not 
unlike that obsessing the victim strung up by his thumbs a-tip-toe, and which 
never quite relaxes as long as the ubiquitous telephone can snarl its bell at 
you. You thought that if you could specialize at least you would be out of 
obstetrics' alarms, and patients would flow through mellifluously on schedule. 
That didn't quite work; for now near-perfection was expected of you, and your 
vacations were spent at conventions, or preparing lectures for medical 
societies. 

Group practice! There was the touch-stone! Teamed with congenial fel¬ 
lows they would help channel patients in quantity to your specialty and keep 
you posted on advances in contiguous fields. Pretty good, but not perfect. For 
six of you were like spark plugs in an engine, and when one got fouled up 
or was missing the engine galloped or sputtered from lack of an essential part. 

One more experiment is now evolving. Competitors in the same specialty 
team up. If the members are of about equal ability one can roam the con¬ 
vention halls, write, or bask in Florida sunshine while the other pulls the load. 
It looks sensible, gives one security, and perhaps delays the precordial twinges 
which signal "Danger Ahead." This phenomenon of medical twins, scarcely 
mentioned in medical economics, should be considered by the physician who 
believes that his person is a tool to be kept burnished for the greater good. 

FRANK A. RIEBEL, M. D., Editor, 

The Bulletin of The Columbus Academy of Medicine. 


CYNICAL SAM 

Be ye not deceived! International banditry does not by its 
massiveness excuse the perpetrators from the law of cause and 
effect. 

★ ★ ★ 

No one seems to love the iconoclast; but without his unpleasant 
propensities, the way toward rational existence would be much 
more difficult. 

★ ★ ★ 

We never realize how ego-centric we are until we hear some¬ 
one else talk in the way we do. Even then we can hardly believe it. 
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REGIONAL ANESTHETISTS HOLD JOINT MEETING AT PICK-OHIO 

A joint meeting of the Cleveland and Pittsburgh Societies of Anesthesiolo¬ 
gists was held June 5, 1948/ at the Pick-Ohio Hotel. About fifty medical anes¬ 
thesiologists attended. 

Dr. Stewart of Pittsburgh spoke on "Intravenous Neosynephrin Drip in 
Surgery." His paper was discussed by Dr. Folbes of Mercy Hospital, Pitts¬ 
burgh, and Dr. Crane of St. Luke's Hospital, Cleveland. Dr. Edward Depp of 
Cleveland presented a paper on "Intravenous Procaine." The discussion was 
led by Drs. Fisher and Bayuk of Youngstown, Dr. Whitaker of Huron Road 
Hospital, Cleveland, and Dr. Peterson of Allegheny Hospital, Pittsburgh. 

Co-chairmen of the regional meeting were Dr. Fisher of the Youngstown 
Hospital Association and Dr. Bayuk of St. Elizabeth's Hospital, Youngstown, 
Chiefs of Anesthesia in the respective hospitals. 

--o- .. 

Several thousand New Castle and Lawrence County residents jammed 
Washington St. at Court House Hill, July 4, 1948, for the unveiling of a 
stately granite war memorial to more than 500 soldiers, sailors and marines 
of the county who lost their lives in World War I and II. 

A life-sized eagle and shield, symbol of the sesqui-centennial, at the top 
of the 20-foot marble shaft was sculptured by Dr. Martin P. Mahrer, who 
has won many prizes as an amateur painter and sculptor. 

—.—i—. — <$>— -.— 

Dr. R. S. Lupse was elected a diplomat of the American Board of Obstetrics 
and Gynecology at their recent meeting held in Washington. 

Dr. F. G. Kravec spoke to the Kiwanis Club of Niles, Ohio, on July 8, 
1948, at their fresh air camp in Trumbull County. His subject was "The Use 
of Fresh Air Camps." 

- <$>— -- 

FOR SALE—Examining table, instrument cabinet, dressing chair, scales, 
lamps, chairs, stools, all in good condition. 

Tele. 53123—5096 Yo.-Poland Rd. 

-<s>--- 

BUDGET STUDY 

Senator Styles Bridges, of New Hampshire, Chairman of the Senate 
Appropriations Committee, released a study which reduced President Tru¬ 
man's 1949 budget request of $39,669,000,000 to terms the man back home 
can more readily understand. "This study," Senator Bridges explained, "shows 
state by state the pro-rata cost of the President's budget compared with the 
cost of operating each state's own government." Alabama, for instance, pays 
to the Federal government $282,000,000, while it assesses itself for the cost of 
its State, county, and local governments, $85,000,000; that is, it pays to the 
Federal government 3-1/3 times as much as it expends for its own government. 

—Council on Medical Service, Washington Office. 

-- 

The House Appropriations Committee has designated $700,000 to enable 
the Public Health Service to develop a program of disease control and 
sanitation in Alaska. The Armed Services are planning to send many men 
to Alaska in the near future, and the very high rate of tuberculosis and 
venereal disease makes it important that proper sanitary precautions be 
taken. It is proposed that the Public Health Service should follow the plan 
which has proved so effective in areas around other camps.—Council on 
Medical Service, Washington Office. 
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DEPENDABLE DISABILITY INSURANCE 
UNDERWRITERS 

Stillson and Donahay 

Lamar K. Donahay, Manager 

2920 Market St. Youngstown, Ohio 

Telephones 

86435 28109 28100 

PATRONIZE OUR ADVERTISERS AND MENTION THE BULLETIN 


Superior Vitamin A 
Absorption 

VIFORT'” 

Water-dispersible polyvitamin drops 

Each 0.6 cc. (as marked on drop¬ 
per) provides the following vitamins 
in a clear aqueous dispersion: A 
5000 U.S.P units, D 1200 U.S.P. units, 
C 60 mg., B 1 1.8 mg., B 2 0.4 mg., 
niacinamide 3 mg., B 6 0.3 mg., cal¬ 
cium pantothenate 1.2 mg. Supplied 
in 15 and 30 cc. dropper bottles. 

Vitamin A from Vifort is better 
absorbed and utilized than vitamin 
A from fish liver oil. Clinical super¬ 
iority has been evidenced in normal 
children and in patients with impair¬ 
ed absorption. 

ENDO PRODUCTS INC. 

Richmond Hill 18, New York 


L-l-A-F-O-N 

SQUIBB 

★ ★ ★ 

WHEN IT IS DIFFICULT TO 
CATEGORIZE THE ANEMIA 

Four Therapeutic Essentials 

★ ★ ★ 

Desiccated Liver Ferrous Sulfate 
Ascorbic Acid Folic-Acid 

Dosage—One or Two Daily 
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“Modern Convalescent Home” 


Healthaven_ 

655 WICK AVENUE 
Youngstown 2, Ohio 
Telephone 4-3803 


Detailed information available upon request 



George A. Bf<?OI1 t~ Company 


‘The General Practitioner 
Can Relieve 3 out of 4” 


One acute researcher has noted that the odor of 
frying bacon causes emptying of the gallbladder 
in some subjects. 

1 Gallbladder emptying is better stimulated by 
bacons traditional companion-in-the-pan, the 
egg; the yolk preferred, and of course, unfried. 
Butter and cream do as welL 

2 Utilization of the fat is aided by giving 
Doxychol-K; its desoxycholic acid content is 
noted for efficient transport of fatty compounds 
across the intestinal mucosa. 

3 Doxychol-K also markedly increases the flow of 
hepatic bile to further improve drainage of the 
biliary tract. 

And there we have the essentials of the 
medical management of biliary tract 
dysfunction. 

Significantly, "3 out of 4 such patients 
seen by the general practitioner rou¬ 
tinely can be improved or relieved by 
attention to details of medical care/’ 


Ketocholonic acid. 0.2 Gm. (provides approximately 


KANSAS CITY. MO. 


90% dehydrocholic acid); Desoxycholic acid, 0.6S Gm. 


NEW YORK ATLANTA SAN FRANCISCO 
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HUM? 


MEAD'S 

DeXTRS- maltose 


The use of cow’s milk, water and carbohydrate mixtures represents the one system tsf 


infant fcedmu thm 


I tu rover three decades, hjh received uitiviifHjI pL'diatric [ 


recognition- No carbohydrate employed in 'his system til infant i'll Jinn u-cij n-o so 
rich and endlirinj; a bin k ground of jili l]n it iE jI iy e clinical e^rn.-tjeL 1 as I V-v ;n-\l . 1 1r?.>--L-. 








































